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E.O. 11652: N/A 
TAGS: TECH, IAEA OTRA 

SUBJECT: VISIT OF RICHARD W. STAROSTECKI ON LMFBR 
RELIABILITY AND SAFETY-JANUARY 26-EEBRUARY 4, 1976 

1. R. STAROSTECKI, PROJECT MANAGER FOR CLINCH RIVER- 
LMFBR, NUCLEAR REGULATORY COMMISSION, OFFICE OE REACTOR 
REGULATION, WILL BE ATTENDING IAEA MEETING ON LMEBR IN- 
STRUMENTATION AT RISLEY, U.K., JANUARY 27-29. NOTED 
MISSIONS ARE REQUESTED TO MAKE APPROPRIATE APPOINTMENTS 
AND HOTEL RESERVATIONS-MODERATE COST, SINGLE WITH BATH 
IN ALL CASES. 

2. EOR LONDON: AR LONDON A.M. JANUARY 24, REQUEST ROOM 
FOR NIGHT. JANUARY 25 LV LONDON EUSTON STATION 0800 VIA 
RAIL AR WARRINGTON 1040.D,AT BANK QUAY STATION. WILL 
NEED ROOM NIGHTS OF JANUARY 25 THRU JANUARY 28. 

JANUARY 26: REQUEST APPOINTMENT AT RISLEY WITH DR. GILBEY 
AND DR. H. TEAGUE OR APPROPRIATE STAFF TO DISCUSS FAST 
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IAEA MEETINGS JANUARY 29, LV WARRINGTON 1735 VIA RAIL 
AR GLASGOW 2136, REQUEST ROOM EOR NIGHT. JANUARY 30: LV 
GLASGOW 0855 VIA BE 8882 AR WIGK 1040. REQUEST VISIT OE 
PER AND DOUNREAY. REQUEST ROOM EOR NIGHT JANUARY 30. 
JANUARY 31: LV WIGK 1550 VIA BE 8799 
AR ABERDEEN 1625. LV ABERDEEN 1805 VIA BE 8773 AR 
LONDON 1925. REQUEST ROOM NIGHT JANUARY 31. 

EEBRUARY I: LV LONDON 0800 VIA BA 004. 

3. FOR PARIS: EEBRUARY I AR PARIS 0900 ORLY ETA VIA 
BA 004. R. STAROSTEGKI SGHEDULE IS ELEXIBLE TO AGGOM- 
MODATE GADARAGHE, MARGOULE, AND ERENGH LMEBR REAGTOR 
DESIGNERS. SUGGESTED ITINERARY, NEED ROOM IN PARIS 
NIGHT OP EEBRUARY I . FEBRUARY 2: REQUEST A.M. MEETING 
WITH JEAN PETIT OR APPROPRIATE STALE TO DISGUSS 

(1) GENERAL DESIGN GRITERIA, SYSTEM SAPETY GLASSIPIGATION, 

(2) SAPETY APPROAGH AND STATUS OP SUPER PHENIX REVIEW. 
JANUARY 2 LV PARIS P.M. VIA AIR AR MARSEILLE, THEN BY 
GAR TO AVIGNON. WILL NEED HOTEL RESERVATION NIGHTS OP 
EEBRUARY 2 AND FEBRUARY 3 IP NEEDED. SUGGEST HOTEL 
EUROPE, 12 PLAGE GRILLON, AVIGNON. REQUEST FEBRUARY 3 
AND FEBRUARY 4, VISIT OF MARGOULE: PHENIX, AND VISIT 

OP GADARAGHE: RAPSODIE TO DISGUSS DODDSODIUM EIRE. SISGO 
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